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MINISTRY OF AGRICULTURE 
(Department of Animal Husbandry and Dairying) 

ORDER 

New Delhi, the 23rd July, 1992 

S.O. 542(E).—In exercise of the powers conferred by sub-paragraph(l) of 
paragraph 8 of the Milk and Milk Product Order, 1992, No. S.O, 405(E), dated 
9-6-1992, the Central Government hereby specifies the manner in which the free 
for registration and renewal of registration under the said Order shall be payable, 
namely : 

“The fee for registration and its renewal shall be sent through a crossed 
demand draft drawn in favour of the Pay and Accounts Officer, 
Department of Agriculture and Cooperation, Ministry of Agridulture, 
payable at the State Bank of India, Nirman Bhavan, New Delhi.” 

[F. No. 9-5192-DP] 
D. C. MISRA, Jt. Secy. 
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